WTIO31 PGTW 262100
MSGID/GENADMIN/JOINT TYPHOON WRNCEN PEARL HARBOR HI//
SUBJ/TROPICAL CYCLONE 03B (GULAB) WARNING NR 011//
RMKS/
1. TROPICAL CYCLONE 03B (GULAB) WARNING NR 011    
   01 ACTIVE TROPICAL CYCLONE IN NORTHIO
   MAX SUSTAINED WINDS BASED ON ONE-MINUTE AVERAGE
   WIND RADII VALID OVER OPEN WATER ONLY
    ---
   WARNING POSITION:
   261800Z --- NEAR 18.3N 83.5E
     MOVEMENT PAST SIX HOURS - 265 DEGREES AT 08 KTS
     POSITION ACCURATE TO WITHIN 060 NM
     POSITION BASED ON CENTER LOCATED BY A COMBINATION OF 
     SATELLITE AND SYNOPTIC DATA
   PRESENT WIND DISTRIBUTION:
   MAX SUSTAINED WINDS - 030 KT, GUSTS 040 KT
   WIND RADII VALID OVER OPEN WATER ONLY
   DISSIPATING AS A SIGNIFICANT TROPICAL CYCLONE OVER LAND
   REPEAT POSIT: 18.3N 83.5E
    ---
   FORECASTS:
   12 HRS, VALID AT:
   270600Z --- 18.5N 81.1E
   MAX SUSTAINED WINDS - 025 KT, GUSTS 035 KT
   WIND RADII VALID OVER OPEN WATER ONLY
   DISSIPATING AS A SIGNIFICANT TROPICAL CYCLONE OVER LAND
   VECTOR TO 24 HR POSIT: 285 DEG/ 11 KTS
    ---
   24 HRS, VALID AT:
   271800Z --- 19.0N 78.9E
   MAX SUSTAINED WINDS - 020 KT, GUSTS 030 KT
   WIND RADII VALID OVER OPEN WATER ONLY
   DISSIPATED AS A SIGNIFICANT TROPICAL CYCLONE OVER LAND
    ---
REMARKS:
262100Z POSITION NEAR 18.4N 82.9E.
26SEP21. TROPICAL CYCLONE 03B (GULAB), LOCATED APPROXIMATELY 377NM
SOUTHWEST OF KOLKATA, INDIA, HAS TRACKED WESTWARD AT 08 KNOTS
OVER THE PAST SIX HOURS. THE ENERGY ASSOCIATED WITH THE SYSTEM
MAY CARRY OVER THE INDIAN SUBCONTINENT AND INTO THE NORTH
ARABIAN SEA AT SOME POINT. THERE IS GREAT UNCERTAINTY WHERE 
PRECISELY THE VORTEX MIGHT RE-EMERGE INTO OPEN WATERS AND THE 
INTENSITY AT WHICH IT MIGHT DO SO, SO JTWC WILL CONTINUE TRACKING 
THE SYSTEM BUT FOREGO WARNINGS UNTIL SUCH TIME AS CONDITIONS 
WARRANT. THIS IS THE FINAL WARNING ON THIS SYSTEM BY THE JOINT 
TYPHOON WRNCEN PEARL HARBOR HI. THE SYSTEM WILL BE CLOSELY MONITORED 
FOR SIGNS OF REGENERATION.//
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